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TYPE NO 



FB/IN/ES 2800 



TYPE 

Freshbrewer/Instant/Espresso Brewer 



T.I.-NO 
06/00 



SERIAL NUMBERS 
AFFECTED 



01.08.2000 



ISSUED BY Documentation/ 
Wittenborg Odense 



SUBJECT 



Updated Spare Parts Lists 



ISSUED FOR (X): 



Action 




Information 


X 



MODIFICATION: 

• From the weeks mentioned below "Document" type the following spare parts lists are 
available. 

REASON: 

• Updates of Spare Parts Lists. 



Machine Version 

FB 2800 

FB 2800 
FB 2800 
FB 2800 



IN 2800 



IN 2800 



IN 2800 



IN 2800 



Document 

Spare Parts List 

(available from August 2000) 

Ersatzteilliste 

(available from August 2000) 

Reservedelsliste 

(available from August 2000) 

Catalogue de pieces detachees 
(available from August 2000) 

Spare Parts List 

(available from August 2000) 

Ersatzteilliste 

(available from August 2000) 

Reservedelsliste 

(available from August 2000) 

Catalogue de pieces detachees 
(available from August 2000) 



Language Part Number 



GB 75209400 



D 



75304600 



DK 75301600 



75301500 



GB 75209500 



D 



75304700 



DK 75301800 



75301700 
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TYPE NO 



FB/IN/ES 2800 



TYPE 

Freshbrewer/Instant/Espresso Brewer 



T.I.-NO 
06/00 



Machine Version 

ES 2800 

ES 2800 



Document 

Spare Parts List 

(available from August 2000) 

Ersatzteilliste 

(available from August 2000) 



Language Part Number 



GB 75308700 



D 75308800 



ES 2800 



Reservedelsliste 

(available from August 2000) 



DK 75309000 



ES 2800 



Catalogue de pieces detachees 
(available from August 2000) 



75308900 
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